DOCKETED                  161

9106280018 NRG Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020062 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1

A. Application/construction stage documents & correspondence

9107050181 Forwards safety evaluation of Topical Rept TVA-NPOD89, "Nuclear Power
Organization Description."

HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/06/26. NAUMAN.D.A. Tennessee Valley Authority. 5pp. 58298:054-
58298:079.

-9107050186 Safety evaluation accepting Topical Rept TVA-NPOD89-A,Rev 2 & inte-
gration of engineering assurance into nuclear QA & nuclear engineering.
? Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/26. 21pp.
58298:059-58298:079.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107100005 Lists licensing activities required to complete & license plant for 1991 &
1992.Util will submit SRP/design comparison to review & validate FSAR during last
quarter 1991.

WALLACE.E.G. Tennessee Valley Authority. 91/07/02. Document Control Branch
(Document Control Desk). 2pp. 58393:036-58393:037.

9107090003 Forwards listing of status of requests made on util position papers to deter-
mine scope of work required to complete & license plants.

WALLACE.EG. Tennessee Valley Authority. 91/07/03. Document Control Branch
(Document Control Desk). 7pp. 58393:026-58393:032.

9107190172 Notification of 910725 meeting w/TVA in Rockville.MD to discuss ques-
tions raised on electrical cable position papers.

THADANI.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/07/15. HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate)
(Post 900603). 3pp. 58463:163-58463:165.

9107220061 Notification of 910717 meeting w/util in Rockville.MD to discuss position
papers on seismic qualification of equipment.

THADANI.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/07/15. MURLEY.T., MIRAGLIA.F., RUSSELL.W. NRC - No Detailed Affiliation
Given. 3pp. 58481:191 -58481:193.

9107250065 Summary of 910621 meeting w/TVA in Rockville.MD re TVA response to
three NRC questions raised in 910604 meeting on seismic ground motion design of
structures.sys & components. List of attendees & viewgraphs encl.
THADANI.M.C. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/07/16. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 48pp. 58537:141-58537:188.

9107240079 Forwards rev to facility position re siesmic design of category I structures.
WALLACE.E.G. Tennessee Valley Authority. 91/07/18. Document Control Branch
(Document Control Desk). 19pp. 58552:067-58552:085.

9107300252 Discusses plan to install temporary suspended ceiling in plant control
room.Const tentatively scheduled to begin in early Aug 1991 & complete within three
to four wks. Commitment to install permanent ceiling listed in encl.
WALLACE.E.G. Tennessee Valley Authority. 91/07/26. Document Control Branch
(Document Control Desk). 3pp. 58605:269-58605:271.

F. Security, medical, emergency & fire protection plans

9107180031 Revised EPIP covers sheets.reflecting corrected rev dates to replace cover
sheets transmitted via 910613 ltr.W/910708 Itr.
WALLACE.E.G. Tennessee Valley Authority. 91/07/08. 21pp. 58484:209-58484:229.

Q. Inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETt,R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202,

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."

ROSSI.C.E." Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of

CUNNINGHA^JfaE:? Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York. Inc. 84pp. 58435:067-58435:152.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York. Inc. 63pp. 58464:001-58464:065.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2

A. Application/construction stage documents & correspondence

9107050181 Forwards safety evaluation of Topical Rept TVA-NPOD89, "Nuclear Power
Organization Description."

HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/06/26. NAUMAN,D.A. Tennessee Valley Authority. 5pp. 58298:054-
58298:079.

-9107050186 Safety evaluation accepting Topical Rept TVA-NPOD89-A.Rev 2 & inte-
gration of engineering assurance into nuclear QA & nuclear engineering.
? Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/26. 21pp.
58298:059-58298:079.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, inc. 50pp. 58436:001-58436:051.

9107100005 Lists licensing activities required to complete & license plant for 1991 &
1992.Util will submit SRP/design comparison to review & validate FSAR during last
quarter 1991.

WALLACE.E.G. Tennessee Valley Authority. 91/07/02. Document Control Branch
(Document Control Desk). 2pp. 58393:036-58393:037.

9107090003 Forwards listing of status of requests made on util position papers to deter-
mine scope of work required to complete & license plants.

WALLACE.E.G. Tennessee Valley Authority. 91/07/03. Document Control Branch
(Document Control Desk). 7pp. 58393:026-58393:032.

9107190172 Notification of 910725 meeting w/TVA in Rockville.MD to discuss ques-
tions raised on electrical cable position papers.

THADANI.M. Project Directorate ll-4 (formerly TVA Project Directorate) (Post 900603).
91/07/15. HEBDQN.F.J. Project Directorate II-4 (formerly TVA Project Directorate)
(Post 900603). 3pp. 58463:163-58463:165.

9107220061 Notification of 910717 meeting w/util in Rockville.MD to discuss position
papers on seismic qualification of equipment

THADANI.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/07/15. MURLEY.T.. MIRAGLIA.F.. RUSSELL,W. NRC - No Detailed Affiliation
Given. 3pp. 58481:191 -58481:193.

9107250065 Summary of 910621 meeting w/TVA in Rockville.MD re TVA response to
three NRC questions raised in 910604 meeting on seismic ground motion design of
structures.sys & components. List of attendees & viewgraphs encl.
THADANLM.C. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/07/16. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 48pp. 58537:141-58537:188.

9107240079 Forwards rev to facility position re siesmic design of category I structures.
WALLACE.E.G. Tennessee Valley Authority. 91/07/18. Document Control Branch
(Document Control Desk). 19pp. 58552:067-58552:085.

9107300252 Discusses plan to install temporary suspended ceiling in plant control
room.Const tentatively scheduled to begin in early Aug 1991 a complete within three
to four wks. Commitment to install permanent ceiling listed in encl.
WALLACE.E.G. Tennessee Valley Authority. 91/07/26. Document Control Branch
(Document Control Desk). 3pp. 58605:269-58605:271.

F. Security, medical, emergency & fire protection plan
9107180031 Revised EPIP covers sheets.reflecting <

cted rev dates to replace cover

sheets transmitted via 910613 ltr.W/910708 Itr.

WALLACE.EG. Tennessee Valley Authority. 91/07/08. 21pp. 58484:209-58484:229.ommissioners (Post 750119). 104pp. 58537:232-58537:339.
